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Introduction 


¢ We are hiring qualified nurses to work in 
Germany. 


* The job offers an excellent salary and the 


opportunity 
to work in one of Europe’s most developed 


healthcare systems. 


@ Gresuirement 
ducational Qualifications: 


¢ BSc /MSc Or GNM Nursing degree. 
¢ Recognized nursing qualification. 


Experience: 


¢ Fresh graduates are welcome, depending on 
Agevalification. 


Applicants must be between 22 to 35 years 
old. 
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Salary and 
Benefits 


Salary : 


¢ €2400 to €2800 per month, depending on 
experience and qualifications. 


Additional Benefits: 


¢ Paid vacation and sick leave. 
¢ Health insurance. 
¢* Career advancement opportunities. 


Language 
Requirement 


German Language Proficiency: 


*Candidates must have a German 
language proficiency of B2 level 
or higher. 


*This is crucial for communication 
with patients and healthcare teams. 


*Language training support can 
be provided to candidates as 
needed 


Why Work in 
Germany? 


Healthcare System: 

* Germany is 
renowned for its 
advanced medical 
technology and 
quality healthcare 
services. 


*Stable Job Market: 
¢ High demand for 
skilled healthcare 
professionals in 
Germany. 


Cultural Experience: 
e Experience living 
and working in one 
of Fiirqgne's moct 
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Was This Helpful? 


www.spaarkoverseas.com 
hr@spaarkoverseas.com 
Contact Us:8826367950 ,8920019466 


Follow page: spaarkoverseasofficial 


